St. Louis* new hotel beautiful. 350 rooms, 
each with private bath and shower. Circulat¬ 
ing ice water. Within three short blocks of 
Union Station. Barnett, Haynes & Barnett, 
Architects. 
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Hotel Claridge, St. Louis, Mo. 















